| BILL NO. S-69-03-/1 


SPECIAL ORDINANCE NO. S- 22/-£7 


AN ORDINANCE approving contract with BERCOT- 
GIBSON CONSTRUCTION CO.,INC., for construction 
of Edsall Avenue-McCormick Street Storm Sewer 
Outfall. 


| BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 


{| SECTION 1. The contract approved March 4, 1969 between 
| the City of Fort Wayne, by and through its Mayor and the Board 
| of Public Works, and BERCOT-GIBSON CONSTRUCTION CO.,INC., for 
| Sewer Resolution No. 205-1969 known as Edsall Avenue-McCormick 
Street Storm Sewer Outfall, to be constructed as follows: 


Beginning at an existing 60-inch RCP Storm 
Sewer located in Edsall Avenue 155: 1.f. 
South of the intersection of McCormick Street 
and Edsall Avenue; thence Northerly in and 
along Edsall Avenue a distance of 163+ 1.f., 
terminating at a proposed manhole. 


Said sewer shall be 24 inches in diameter., 


for a total cost of $2,843.00, all as more particularly set forth 
in said Sewer Resolution No. 205-1969, which is on file in the 
office of the Board of Public Works, and is by reference incor- 
porated herein and made a part hereof, be and the same is hereby 
in all things ratified, confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 
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Bill No. S-69-03-09 
REPORT OF THE COMMITTEE ON PUBLIC WORKS 


We, your Committee on Public Works to whom was referred an Ordinance 


__approving contract with BERCOT-GIBSON CONSTRUCTION CO , INC for construction of — 


Edsall AVenue-McCormick Street Storm Sewer Outfall 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance te PASS. 


JOHN NUCKOLS, Chairman 


EDWIN J. ROUSSEAU. Vice-Chairman 
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Read the first time in full and on motion by We pees seconded by 


and duly adopted, read the second time by title and referred 


to the (Committee on) E. ee Wo fea. (end—te—the-G+-ty~Pian— 
Connissien—for—reeommendation)..and.-Pybléie-Hearing»to~be~heid after due-tegal notices 
at—ehe~Councit Chambers, City Hall, Fort Wayne; Indiana, -on 

TE T <= 1:96 Smart o'clock 
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4 City Clerk 

Read the third time in full and on motion by N 
seconded by d PE DAA eee ae and duly adopted, placed on its passage. 
Passed (4@8T) by the following vote: 
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Rousseau 
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Tipton — 


Date (oe lie oy ie, a ELA 2 eer 2 
City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
E re ee gen Ordinance (Resebution) No. ~22/-L7 


on the 2S day of Wigwn E> , 196 as 


City a 
J ch, 
Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the Z= day 
of Pte aah » 196.7 at the hour of g7 30 o'clock #¥_.M.,E.8.T. 


Approved and signed by me this 26% aay of 


at the hour of Gi 5G o'clock A M.,E.S.T. 


